THE  SHRINE  MONASTERY 
Shrine  Of  Our  Lady  Of  La  Salette 

Route  118,  Attleboro,  Mass. 
Midway   between    Providence   and  Boston 
Open  year  'round  and  illuminated  nightly 
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